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CNO 

CINCUSNAVEUR 

CONFIDENTIAL STATE 007972 

E.O. 11652: XGDS-1 

TAGS: MILL ETEL, UK 

SUBJECT: REALIGNMENT OF NAVAL TELECOMMUNICATIONS SYSTEM 

REF: LONDON 18078 

1 . AGREE WITH RECOMMENDATIONS INCLUDED IN REFTEL. WE 
ARE COORDINATING WITH DEFENSE AND NAVY IN THE PREPARATION 
OF PUBLIC AFFAIRS GUIDANCE FOR USE WHEN SUBJECT REALIGN 
MENT IS APPROVED. WILL FORWARD PROPOSED STATEMENT FOR 
USE IN DISCUSSIONS WITH HMG PRIOR TO PUBLIC RELEASE. 

2. PUBLIC DISCLOSURE SHOULD BE AVOIDED UNTIL PLANNED 
REALIGNMENT ACTION HAS BEEN FULLY APPROVED. KISSINGER 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 

Draft Date: 13 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MartinML 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE007972 
Document Source: CORE 
Document Unique ID: 00 

Drafter: MFPASZTALANIEC/OASD/ISA/FMRA:CDR GRUNAW 
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Executive Order: XI 
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Film Number: D76001 2-0976 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 50 
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Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
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